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Message Text 

UNCLASSIFIED 

PAGE 01 PANAMA 07049 291843Z 
ACTION SY-05 

INFO OCT-01 ISO-OO /006W 

092925 300321Z/66 

R 291805Z SEP 77 
FM AMEMBASSY PANAMA 
TO SECSTATE WASHDC 3908 

UNCLAS PANAMA 7049 

EO 11652: N/A 
TAGS: ASEC 

SUBJECT: EQUIPMENT & SUPPLIES - RESIDENCE ALARM SYSTEM, AMBASS- 
ADOR'S RESIDENCE, SAN JOSE 

1 . FOLLOWING MATERIALS NEEDED FOR PERIMETER ALARM SYSTEM AT 
AMBASSADOR'S RESIDENCE, SAN JOSE, COSTA RICA: 

FROM: GTE SYL VANIA 

A. 1 EA FPS MONITOR, AD-1 DISPLAY 

B. 2 EA FPS SIGNAL PROCESSORS FPS-1 MK2 

C. 2 EA 100 METER FPS TRANSDUCER CABLES NO. 09-1203237 
CONSISTING OF AN INPUT SECTION, A TRANSDUCER SECTION 
AND A TERMINATING SECTION. 

D. 4 EA 100 METER FPS TRNASDUCER CABLES NO. 09-1203237-2. 

THE ABOVE WILL PROVIDE FOR TWO ZONES EACH OF WHICH IS 
SLIGHTLY LESS THAN 300 METERS. 

2. THE FOLLOWING MATERIALS ARE ALSO REQUIRED: 

FROM: ALLIED RADIO 

2000 805 R0 106 CABLE TIES (3/4" BUNDLE) 

2 805-0100 MARK III TENSIONING TOOL (CABLE TIE TOOL) 

SUBSTITUTION OF OTHER SOURCE IS SATISFACTORY. 

3. PLEASE ADVISE WHEN THE ABOVE ITEMS CAN BE EXPECTED 
IN PANAMA. 
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